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BOILER 


SAMPLE AVAILABLE —_ 


eto, TESEAL. = 





Hoboken, N.J. 07030 “PRESS IN PLACE. . . 
Phone (201) 656-1735 








SEAL IN GASES 





What is PRES-SEAL? 
An extruded sealer in bead form on paper tape developed for fast, economical high temper- 
ature sealing of boiler doors and access openings. Extruded to size and off-white in color 
PRES-SEAL has excellent adhesion, and is quick and easy to apply. 
PRES-SEAL MEETS ALL REQUIREMENTS OF MIL-S-17377D. 


To apply PRES-SEAL ... 
simply apply by hand to clean, steel surfaces. On Boiler Casing or doors which are warped 
or distorted apply more than one bead if necessary to seal gases. Only normal sanitary pre- 
cautions are required (wash hands before eating or smoking, avoid necessary contact) 


Temperature resistant .. . will not melt or run at temperatures to 550°F. 


Other PRES-SEAL advantages include... 
e Excellent resistance to water e Long shelf life. 
and water vapor. e Will not shrink on aging. 
e Non-corrosive to metals. e Non-toxic—non-injurious 
e Non-oxidizing. to skin. 





216 LINEAR FEET OF 1,” BEAD PER CARTON (APPROX. WT. 30ibs. PER CARTON) 
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